MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  2  Township:  7  North  Range:  1  West  Corner  ID:  Cl  Cr  Q-03 

Monument  Description  &  Remarks:  Found  RR  Spike  in  centerline  of  Ramp  Creek  Rd. 

References  On  File:  Survey  of  Red  Oaks  sub-division  by  Richard  Waltrip 


Al-RR  spike 

B  -  South  03°  West,  16.28'  from  spike 
MAG  nail  in  12"  power  pole 
Survey  Marker  sign  set  4'  above  ground 
C  -  North  62°  West,  48.41'  from  spike 
MAG  nail  in  30"  sugar  maple 
MAG  nail  in  12"  power  pole 
D  -  North  49°  East,  46.67'  from  spike 
chiseled  “x”  in  water  meter 
E  -  North  86°  West,  156.10'  from  spike 
V%  rebar 

A2-  RR  spike  Easterly  2.78' 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  cer^rthfflrthjg  document  was  prepared  under  my  direction  in 
accordance  with  the  provisions  of  Section  36-2-1 2-1 1  and  the  above  data  is  given  under  my  hand  and 
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